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Cjr 4 of 5. 


9 Fehroery 1956 


MBfOfUlflKJK FOR: Chief, Physical Security 

Dirts ion. Office of 8eeoxity 

SUBJECT: Sterile Tslepheees 


1. fse^motlcB is r*qu*(t«d to boss ee riels sterile telophases 
•umUM with this Project 1 b eosnectioa with the Project mm 
fm Quarters ^rt to the 5th floor, 1717 *1* Street W. 


2. PoroiooloB if further rodeos ted for 
bow storilo cire t&its vhlsh hero Boob discussed with 
tho tslsphoBO soetioa, Offleo of Loclstlee. 


of 


CW:hps (9 Feb 56) 

Diet: Orig A 1 Addressee, Qys 1 & 2 
cc - Security fils, cy 3 

- 10 file, cy 4 

- Ghroao, cy 5 


Director of Materiel 

PCS /DC 1 


. 190.1 00 lceoooa 

SEjiKtl. 
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STAT 


STAT 


STAT 





